Purchase Order Receipt Listing 


Tuesday, October II, 2016 2:07:22 PM 
All amounts are calculated in domestic currency. 


All Vendors 
PO ID P033775 
Receipt Dates from 10/7/2016 to 10/7/2016 
All Line Item Types 
All Item ID/GL/WOs 
All Rec. Employees 
All Currencies 
Grouped by Vendor ID 


Page I of I 


Purchase 
Line 
Order ID/ 
Nbr/ 
Curr Type 
Insp 
Req 


Project ID Reference/ 
PO U/M / 
Description/ 
Stock U/M 
Cert Std 


VendorlDWendor Name 
P033775 
3 
CAD 
No 


4 
No 


VC-CAM002 
Campi Steel 
M4130NR0.750 
f 
4130 steel RD bar 
f 
.750" 
ml35856 


71401-45 
procurement quality 
clauses 
ml35856 


Required Date 
Recv 
Required Qty 
Date/ 
Recv Emp 


Recv 
Cost Per Unit/ 
Qty 
Recv Value 
(PO U/M) 


Inspected Qty/ 
MRB Qty/ 
Rejected Qty MRB Reject 
(PO U/M) 
Qty 


Book Amt 


10/13/2016 
10/7/2016 
12.0000 
$15.82 
0.0000 
0 
$189.84 
12.0000 
PLOUOl 
$189.84 
0.0000 
0 


10/13/2016 
10/7/2016 
1.0000 
$0.00 
0.0000 
0 
$0.00 
1.0000 
PLOUOl 
$0.00 
0.0000 
0 


Total Received Quantity: 
13.0000 
Total Qty to Inspect (PO U/M): 
0.0000 
Total Reject Quantity: 
0.0000 
Total Receipt Value: 
$189.84 
Total Balance Due Quantity: 
0.0000 


